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ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 ERDA-07 AID-05 CEA-01 

CIAE-00 CIEP-02 COME-OO DODE-OO FPC-01 H-02 INR-07 

INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 

SAM-01 OES-05 SP-02 SS-15 STR-04 TRSE-00 /106W 
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R 041600Z MAR 76 
FM AMCONSUL PONTA DELGADA 
TO SECSTATE WASHDC 1410 
INFO AMEMBASSY LISBON 

UNCLAS PONTA DELGADA 0090 

E.O. 11652: N/A 
TAGS: CCMS, ENRG, PO 

SUB J : CCMS GEOTHERMAL SMALL POWER PLANT MTG., AZORES, SEPT 8 TO 1 1. 

1 . THE GEOSCIENCE INSTITUTE OF THE AZORES PLANS TO PUBLISH THE 
PROCEEDINGS OF THE CCMS GEOTHERMAL SMALL POWER PLANT MEETING AND HAS 
REQUESTED ASSISTENCE IN OBTAINING PERMISSION OF USG AS CONFERENCE 
COHOST. 

THE INSTITUTE HAS ALREADY OBTAINED PERMISSION AND A SUBSIDY FROM THE 
GOP'S 

NATIONAL COUNCIL FOR SCIENTIFIC AND TECHNOLOGICAL RESEARCH(JUNTA 
NACIONAL DE INVESTIGACAO CIENTIFICA E TECNOLOGICA.). DR VICTOR 
JORJAZ HAS WRITTEN DR. BRESEE OF ERDA ON THIS SUBJECT. 

2. WILL FORWARD A COPY OF PROPOSED TEXT IN ENGLISH AND PORTUGUESE TO 
DEPARTMENT. 

PFEIFLE. 
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